To:  Torres,  Michael[torres. michael@epa.gov] 

From:  Meyer,  John 

Sent:  Sun  8/9/201 5 9:58:31  PM 

Subject:  Fwd:  Gold  King  Mine  Spill  R6 

Mike 

Please  report  to  the  REOC  on  Monday  as  soon  as  you  can. 


John  C Meyer 

Acting  Associate  Director  (6SF-R) 
Superfund  Division 
214.665.6742 
Cell  214.460.5897 
Begin  forwarded  message: 


From:  "Brown,  Cynthia"  <Brown, Cynthia@epa.gov> 
Date:  August  9,  2015  at  2:35:07  PM  CDT 
To:  "Meyer,  John"  <Mever. John@epa. gov> 

Cc:  "Martin,  John"  <martin ,i ohn@epa. gov> 

Subject:  Gold  King  Mine  Spill  R6 


Hi  John,  the  Incident  Management  Team  activated  on  Saturday  for  the  Gold  King 
Mine  incident  in  Colorado.  When  the  pollution  got  into  the  Animas  River  and  came 
into  New  Mexico  we  got  involved. 


I am  sending  this  email  for  the  RIC  (Ronnie  Crossland)  and  John  Martin  the  Planning 
Chief.  We  would  like  to  get  Mike  Torres  to  come  to  the  REOC  and  fill  the  position  as 
Situation  Unit  Leader.  If  you  are  in  agreement,  and  Mike  agrees,  would  you  please 
send  him  to  the  REOC  asap  on  Monday,  August  10,  2015. 


Cynthia  K.  Brown 

Removal  Enforcement  Coordinator 
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